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IMPLICIT QL ALGORITHM NUM. MATH. V12(379) 
BALANCING A MATRIX NUM. MATH. V13(298) 


MATRIX OPERATIONS, INCLUDING INVERSLON 

HILBERT DERIVED TEST MATRIX 1-66(11),7-691(407) 
SO-RT.OF A POS.DEFINITE MATRIX 3-67(182),6-69( 325) 
MTRX SCALING BY INTGR PRUOGRMING 4-69(212) 

SING. VAL.UECOMP.-COMPLEX MATRIX 10-69(564) 

TRIDIAG. OF SYM. BAND MATRIX NUM. MATH. V12(234) 
SIM.LRED.GEN.MTX.HESSENBERG FORM NUM. MATH.V12( 354) 


COULOMB WAVE FUNCTIONS 4-67(244),5-691279), 
12-69(692) 
CHAR.VALS+«SLNS OF MATHIEU'S DE. 7-69(399) 


SIMULTANEOUS LINEAR EQUATIONS ALL OTHERS 
328 CHEBY SULN-OVERDET LINEAR SYS 6-68(428),6-69( 326) GENERATE ISING CONFIGURATIONS 10-69( 562) 
358 SING. VAL.DECOMP.-COMPLEX MATRIX 10-69(564) COLORING POLYGONAL REGIONS 12-69(685) 


Key. The first column, Al, B1, C1, is the key to the classification system categories; second column: number 
of the algorithm if in CACM; third column: algorithm title; fourth column: month, year, pages (in parentheses) 
in CACM or reference elsewhere. This 1969 index is the first supplement to the Index by Subject to Algorithms, 
1960-1968 (Comm. ACM 11, 12 (Dee. 1968), 827-830). 
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